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SPEEDS OF THE TORSIONAL DAMPING CHARACTERISTICS OF A 
CONSTANT-CHORD CONTROL SURFACE OF AN ASPECT 


RATIO 2 TRIANGULAR WING 


By David E. Reese, Jr. 


SUMMARY 


The results of а wind-tunnel investigation of the torsional damping 
characteristics of а constant-chord control surface are presented herein. 
The control surface was hinged at its leading edge and had an area equal 
to 23.7 percent of the exposed area of one wing panel of the aspect 
ratio 2 triangular wing. The test was conducted over a Mach number range 
of 0.6 to 0.9 and 1.3 to 1.9. The effects of variations in the control- 
surface oscillation amplitude, angle of attack, and frequency on the tor- 
sional damping coefficient were investigated. A cancellation technique 
was used to obtain the above data in forced-oscillation tests. 


The test results showed the damping coefficient at supersonic speeds 
to be near zero with a tendency toward instability at Low supersonic 
Mach numbers. The damping coefficients at subsonic speeds were stable 
throughout the Mach number range tested. The effects of variations in 
control-surface oscillation amplitude and angle of attack on the damping 
coefficient were small. Variations in frequency up to reduced frequencies 
of 0.030 had no apparent effect on the damping coefficient at supersonic 
speeds. At subsonic speeds, an increase in damping coefficient with 
increasing frequency was noted, but it was concluded that the presence 
of the wind-tunnel walls might have some effect on the data in this region. 


Measurement of the aerodynamic restoring moments showed good асгее- 
ment with static tests. 


INTRODUCTION 
As flight speeds have progressed into the transonic and supersonic 
regions, a need for information on the behavior of controls at these 


speeds has arisen. Recent studies have been made on the static loads 
occurring on control surfaces at high speeds but there is still a lack 


|РРУРУ 7) 


2 oum NACA RM A53D27 


of Information in the field of dynamic loads. In particular, information 
is needed on the aerodynamic damping of control surfaces for flutter 
studies and servo-system design. 


The present paper is concerned with а study that has been made to 
develop suitable equipment and techniques for obtaining control-surface 
damping derivatives from wind-tunnel tests. The technique and а descrip- 
tion of the equipment that have evolved from this study are presented. 
This technique was applied to the determination of the nondimensional 
torsional damping-moment coefficient of an oscillating constant-chord 
control surface mounted on the trailing edge of a triangular wing of 
aspect ratio 2. The effects on this coefficient of the variation in 
control-surface oscillation amplitude, angle of attack, and frequency 
were measured over а Mach number range of 0.6 to 0.9 and 1.3 to 1.9. 


SYMBOLS 

Съ hinge-moment coefficient, hinge moment 
5 р V*8c 

Che torsional damping-moment coefficient, ian 
D damping parameter, ft-lb-sec 
D.E. damping moment, ft-lb 
H moment in-phase with б, ft-lb 
I control-surface moment of inertia, slug-ft? 
K spring constant, ft-lb/radian 
M Mach number, зове oF sound 
5 control surface area, sq ft 
T tunnel stagnation temperature, OF 
V velocity of air, ft/sec 
с control-surface chord, ft 
I frequency of oscillation, срв 
k reduced frequency, oe 


неначе 
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А twist of strain-gage member (A = 8; - 5 and is proportional to 
strain-gage output) | 


% angle of attack, deg 

5 control-surface deflection, deg 

9 phase angle, deg 

p mass density of аїг, slugs/ cu ft 

ш angular frequency, глі, radians/ вес 
Subscripts 

а, aerodynamic 

Е strain gage 

h hinge 

3 input 

о maximum 

t total 

W.O. wind off 
APPARATUS 
Wind Tunnel 


The model was tested in the Ames 6- by 6-foot supersonic wind tunnel 
which is of the elosed-return, varisble-density type and has а Mach number 
range of 0.6 to 0.9 and 1.2 to 1.9. А detailed description of the flow 
characteristics of this wind tunnel can be found in reference 1. 


Model 


The model used in this investigation consisted of & slender body of 
revolution in combination with an aspect ratio 2 triangular wing. The 
wing had NACA 0005 sections in streamwise planes. The dimensions of the 
wing-fuselage combination are giyen in figure 1. One wing panel of the 
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model was fitted with a constant-chord control surface with an area equal 
to 23.7 percent of the exposed area of the wing panel. It was hinged at 
its leading edge. А piano-type hinge was used originally but proved to 
have a friction damping several times the aerodynamic damping. The final 
hinge used was a modification of the original hinge made by removing all 
but three bushings, one at each end and one at the center of the hinge. 

A 1/16-inch-diemeter steel hinge pin extended the length of the hinge 
with sufficient clearance in the bushings to insure minimum hinge fric- 
tion. The model was constructed of steel with the exception of the con- 
trol surface, which was fabricated from aluminum in order to keep its 
weight to a minimum. A photograph of the model is shown in figure 2. 


A three-phase induction motor, used to oscillate the flap, was 
mounted in a cutout in the fuselage. The torque from this motor was 
transmitted to the control surface through a right-angle drive linkage. 
Photographs of the drive system are shown in figure 3. It wes desired 
that the control surface be driven in sinusoidal oscillations. To achieve 
perfect sinusoidal motion would require the use of a scotch-yoke type of 
Grive linkage. Since this system is difficult to Pabricate on a small 
scale, the present system was chosen. Calculations showed that such а 
motion would deviate from а pure sine wave by only 0.13 percent at the 
maximum value of the displacement. А schematic drawing of the drive 
system is shown in figure 1. 


Instrumentation 


Two quantities were recorded during the investigation: instantaneous 
hinge moment and instantaneous position. А resistence-type strain gage 
mounted on the torsion member connecting the control surface to the drive 
system was used to measure the hinge moment of the control surface. А 
signal proportional to the position of the control system was produced by 
an acceleration-type indicating device. This device consisted of а canti- 
lever beam mounted rigidly on that portion of the control surface which 
extended inside the fuselage cutout. А strain gage mounted on the beam 
produced а signal proportional to the acceleration of the beam mass. The 
natural frequency of the beam was 500 cycles per second or 10 times the 
maximum driving frequency of the flap. It can be shown that under these 
conditions, the acceleration of the beam is very nearly 180° out of phase 
with its position. Hence, with a change in sign, this signal could be 
used to indicate the position of the control surface. The two signals 
were recorded by а photographic oscillograph, using D'Arsonval galvano- 
meter elements. 
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TEST METHODS 


Опе of the major difficulties involved in obtaining out-of-phase 
(damping) moments in а forced-oscillation test is that the in-phase 
(stiffness ага inertia) moments аге usually much greater than the desired 
damping moments. Several methods have been used to overcome this diffi- 
culty (ref.2). Та order to illustr&te how the method of this investi- 
gation was devised and used, an analysis of the mechanical system is 
given in the following paragraphs. 


Theory of Test Method 


A schematic diagram of the control-surface strain-gage combination 
is shown in the following sketch: 


Г 


б 

4 Ко, 02 Фр да Ка 
2020000 — —À 10000() 
Sketch (а) 

where 

5: input angle - set by mechanical drive system, radians 

Ка spring constant of the strain-gage member, ft-1b/radian 

Dg internal damping of strain-gage member, fi-lb-sec 

I moment of inertia of control surface, strain gage, and position 

indicator, slug-ft? 
б deflection angle of the control surf&ce, radians 
Dh damping of hinge, ft-lb-sec 


Ме: — 
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Da aerodynamic damping, fi-lb-sec 

Ка aerodynamic spring constant (restoring moment), ft-1b/radian 
Writing the differential equation of motion for this system assuming 

positive angles and moments in the direction indicated 


-IŠ ~ раб ~ руб - Dg(84 - 5) + Кр(ба - 8) - Kad = О (1) 


where 


The input moment to the flap is represented by К „(81 - 5). This input 
is measured Бу the strain gage whose output is proportional to the deflec- 
tion, 54 = 8, of the strain-gage member. Substituting A = 6; ~ б into 


equation (1) and eliminating 5, results in: 
ІХ + (Da + Dh - Ор) + (Ка + Kg)A = 184 + (Dg + Он) + Kady (2) 


The solution to the particular integral of the above differential 
equation in terms of а sinusoidal driving motion 654 = 545 sin wt is 


А = Apsin(wt+ Ф) 


where 
— (Ка + 102). + (Da + Dh) ше (3) 
-— и 
К (Ка + Kg а таг) + (Ва + Dh = Dg) u2 
and 
ф = tan™ а + Баји - tan™ ма lier ыйа d EM (4) 
Ка = Iw? Ка + K, - Iw? 


е 
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In order to simplify these expressions, the relative magnitudes of 
the various terms must be examined. The following quantities were 
obtained from а stress analysis of the strain-gage member and wind-off 
tests: 


Ка = 1060 ft-1b/radian 


I 0.000276 slug-ft? 


For a frequency of 50 cycles per second (maximum frequency for which 
даља were obtained), 
Iu? = 27.2 ft-lb/radian 


In addition, experience has shown that the damping term (Da + Dn - Dg)u 
has а value less than 1.7 ft-lb per radian. Since both these terms are 
very smell compared to Ка + Kg, equations (3) апа (5) may be rewritten 
ав 


М (ка - If)? + (Da + Б) =. (5) 


До = 5 
= Ka + Kg 
Ра + Dh) 
Ф = tan"* - = (6) 
- То 


Evaluation of Damping Moments 


А vector diagram illustrating the moments involved in equations (5) 
and (6) is shown in the following sketch: 


(Da + D, Jab; (Ка + Kg)Ao 


Іо, (Ка- I w*)ó;, Ka dy, ЈА 


Sketch (b) 


«тац. 
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lt сап be seen that if Ка = То?, the resulting hinge moment is purely 
damping. This equality could be attained during the test by varying the 
tunnel pressure while holding the frequency fixed or by varying the 
frequency at а fixed tunnel pressure. Neither of these two alternatives 
was desirable in obtaining а11 the test data. The latter was used, how- 
ever, to provide check points during the test. The same canceling effect 
can be accomplished by adding electrically a signal 180° out of phase 
with the signal proportional to Ка ~ 1°. By adjustment of the magnitude 
of the added signal, the in-phase component, Ка - Iw®, can be canceled 
out and the total damping moment can be read directly. 


For this investigation, the electrical signal used for cancellation 
purposes was produced by a slide-wire potentiometer. A potentiometer 
was chosen to produce the cancellation signal since it would produce a 
signal with a sufficiently small phase angle, relative to the motion of 
its wiper arm, to enable accurate cancellation of the in-phase component, 
provided the inductive and capacitive effects of the coil and wiper 
contact were small. It will be indicated shortly that these effects are 
mall enough to be negligible for this investigation. 


The potentiometer was mounted in the fuselage with the wiper arm 
attached to the linkage between the motor and the control surface. The 
output of the potentiometer was then directly proportional to the dis- 
placement of the control surface. To cancel the in-phase moments, the 
output of the potentiometer was connected to the output of the hinge- 
moment strain gage in such а manner as to oppose the existing in-phase 
Signal. The magnitude of the canceling signal could be adjusted by 
changing the value of the yoltage supplied to the potentiometer. 


The point at which the in-phase signal was equal to the canceling 
signal was determined by changing the voltage to the potentiometer until 
the total-moment signal reached a minimum peak value. In this manner 
the vector Ка - Ты? was canceled at all test points. 


In order to check the accuracy of the electrical cancellation tech- 
nique, the data obtained by this method were compared with the check 
points mentioned above. Since, as is shown later, frequency had no 
apparent effect on the damping coefficients at supersonic speeds, the 
fact that the data obtained with the canceling circuit agreed, within 
the uncertainty calculated in a subsequent section, with that obtained 
without the canceling circuit showed the effectiveness of the electrical 
cancellation technique. 


Evaluation of In-Phase Moments 


In a series of wind-tunnel tests to evaluate the magnitude of the 
in-phase aerodynamic moments, the eantilever-beam accelerometer mentioned 
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in the section on instrumentation was used to cancel the inertia moment 

of the control surface. Since the signal of the accelerometer was propor- 
tional to w=, the canceling circuit could be adjusted before the test 

to cancel the inertia moment and that setting would remain throughout 

the test. With reference to sketch (b), the inertia moment, То?2, was 
canceled by the accelerometer signal leaving the vector sum of the restor- 
ing moment and the damping moment. Since the damping moment was less 

than 1 percent of the total aerodynamic moment, the value recorded was 
taken as the in-phase aerodynamic moment directly. 


TESTS 


The investigation of the torsional demping of the control surface 
was conducted over а Mach number range of 0.6 to 0.9 and 1.3 to 1.9. The 
Reynolds number for the entire test was 1.6 х 108 рег foot. Data were 
obtained at О° angle of attack at both subsonic and supersonic Mach 
numbers. Since the wind tunnel choked at angles of attack greater than 
8° for the higher subsonic Mach numbers, data were obtained at @ = 50 
for Mach numbers less than 1. For Mach numbers greater than 1, data were 
also obtained for a = 109. 


The maximum amplitude of the control-surface oscillations was set 
at 50, 39, and 19, referred to the chord line of the wing. The flap was 
driven at two frequencies, 25 and 50 cycles per second, at each data 
point. 


Tests were also made with boundary-layer transition fixed by means 
of а roughened area along the leading edge of the wing. It was felt that 
this type of test would be more valuable in the assessment of the impor- 
tance of scale effect than the usual Reynolds number variation, since 
the range over which the Reynolds number could be varied was small enough 
to raise doubts about its having any significant effect on the boundary 
layer. 


Reduction of Data 


А typical record obtained during the wind-tunnel tests is shown 
in figure 5. The high harmonic content of the damping-moment trace is 
а result, for the most part, of the clearance between the hinge pin and 
the bushings that was necessary to give a low friction damping in the 
hinge. In addition, some aerodynamic disturbances were present due to 
the turbulence in the air stream. As a result of this harmonic content, 
а harmonic analysis was necessary to obtain the out-of-phase component 
of the fundamental frequency. Three consecutive cycles were analyzed 
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and an average of the three cosine components of the total moment at the 
fundamental frequency was t&ken ав the damping moment. 


The wind-off damping (hinge friction) was determined by driving the 
control surface in the wind tunnel at low pressure before and after each 
test. The average of the two values of damping moment obtained was used 
as the hinge damping moment for that test. 


The aerodynamic damping moment was obtained by subtracting the wind- 
off damping from the total wind-on damping moment. This moment was 
reduced to coefficient form in the following manner: 


-(р.Е.+ Ез: О.Н. o. ) (T) 
Cn = mnu тск | 
= р V^Sc 


Writing the damping-momen coefficient in the form used in йупашіс sta- 
bility analyses, 


EL dh -MD.H., - D.H.. o.) (8) 
hg ӧс руде ов. 
2V 


Hinge moments obtained from the in-phase tests were reduced to coef- 
ficient form as follows: 


Ch = LM - | (9) 
5 рҮ8е 


a e 
1since the deflection of the strain-gage member, A , is very small rela- 
tive to the control-surface deflection angle, 8, б. з 5. Hence, 


5 e 54 = шбі сов Wt 
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Corrections to Data 


No corrections were шайе to the hinge-moment coefficients obtained 
at subsonic speeds. The author knows of no published corrections for 
the effects of the tunnel walls on the oscillatory air forces of а sub- 
sonic three-dimensional wing. The considerations of Runyan and Watkins 
in reference 3 lead to a wind-tunnel resonant frequency for two-dimensional 
flow and this information has been used to compute the curves shown in 
figure 6. Inspection of these curves shows that the test frequencies, 
particularly at М = 0.9, are of the same order of magnitude as the tunnel 
resonant frequencies. In fact, at a Mach number of 0.90, the check poin 
at which the inertia moment canceled the in-phase aerodynamic moment 
occurred at the resonant frequency of the wind tunnel at that Mach number. 
These check points are shown in figures 8 and 9 as filled-in points. It 
is apparent from these figures that, at Mach numbers of 0.60 and 0.80, 
the check points are consistent with the frequency effects shown by the 
data obtained at 25 and 50 cycles per second; this is not true at a Mach 
number of 0.90, however. With the exception of the points taken at a flap 
oscillation amplitude of +10, the data show а considerable drop in the 
value of the damping-moment coefficient at the check point. It is pos- 
sible, therefore, that these data might be influenced by the effect of the 
the tunnel walls in a manner similar to that shown in reference 1. 


The Mach number and dynamic pressure of the subsonic flow were 
corrected for blockage effects by the method presented in reference 5. 
At a Mach number of 0.9, these corrections amounted to an increase of 
3 percent in the Mach number and dynamic pressure over the value obtained 
from measurement made without a model in the wind tunnel. 


No corrections were made to either the flow conditions or the hinge- 
moment data at supersonic speeds. 


Precision of Data 


From equation (8), it can be seen that the precision of the date 
depends on the accuracy of measurement of four quantities: moment, den- 
sity, velocity, and frequency. The measurement of the moment trace for 
use in the harmonic analyses was done on a type 38 telereader. This 
machine magnified the trace two and one-half times for ease of reading 
and had a least reading of 0.001 inch on the oscillograph record.  How- 
ever, inspection of the amplitudes of the wind-off damping moments showed 
an average variation from one cycle to another of 40.020 inch-pounds. It 
is believed that this is a more realistic value for the accuracy of 
measurements of the damping moment. 
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Uncertainties in the density and velocity of the air stream were 
determined from the least readings of the instruments measuring the tunnel 
stagnation temperature and pressure. These were t2? Fahrenheit for the 
stegnation temperature and #0.2 centimeter for the mercury manometer meas~ 
uring stagnation pressure, which led to uncertainties of +0.2 percent and 
+0.9 percent for the density and velocity, respectively. 


It was possible to read the time scale on the oscillograph record 
to 0.001 second. At 50 cycles per second, this would produce an error 
in frequency of +0.4 percent. 


The total uncertainty in the damping-moment coefficient was taken 
to be the square root of the sum of the squares of the effects of the 
uncertainties mentioned above. This calculation resulted in a total 
uncertainty of #0.0Щ. 


Examination of the data shows that an uncertainty in the damping- 
moment coefficient of +0.04 is unrealistic. During the experiment, a 
certain amount of free-stream buffeting was present. When it is consid- 
ered that the damping moments measured were very small, it is quite pos- 
sible that this buffeting could contribute an appreciable amount of 
uncertainty to the damping-moment coefficient. Accordingly, the standard 
deviation of the damping-moment coefficient was calculated for each test 
point. *These results are tabulated in table I. 


RESULTS AND DISCUSSION 


Theory 


At the present time, only one theoretical study of control~surface 
dynamic stability at supersonic speeds has come to the attention of the 
author (ref. 6). This paper was concerned with a two-dimensional wing- 
control-surface combination and was useful in the present case in showing 
only the trends of the damping with Mach number. 


If the usual assumption of small perturbations is made, and if the 
wing ahead of the control surface is at zero angle of attack, then the 
control surface can be considered as а separate wing oscillating in the 
supersonic air stream. Theoretical damping moments were calculated by 
applying the results of reference 7 which give the forces and moments 
on harmonically oscillating rectangular wings. While the plan form of 
the control surface tested was trapezoidal rather than rectangular, it was 
felt that the effect of the raked tip would be small, particularly at the 
higher supersonic speeds. 


It should also be noted that the results of reference 7 are developed 
only to the first order in frequency. There are papers on rectangular 
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wings which present results including the effects of frequency cubed but 
these results show that for the frequencies of the present investigation 
the first-order theory is sufficient. 


A theoretical solution for subsonic compressible flow exists only 
for the two-dimensional problem and, then, the results have been tabulated 
only for Mach numbers up to 0.7. For these reasons, no comparison has 
been made with theory for the subsonic results. 


Damping Moments 


The results of the tests of the torsional damping characteristics 
of the control surface are shown in figures 7, 8, and 9. The results 
are presented as the variation of the nondimensional damping parameter, 
Che» with Mach number for the various conditions tested. 


Effect of control-surface oscillation amplitude.= А plot of Che 


versus Mach number at zero angle of attack for the three oscillation 
amplitudes tested is shown in figure 7. The general trend of the damping 
coefficients with supersonic Mach number is from slightly unstable damping 
at a Mach number of 1.3 to neutral stability at the higher Mach numbers. 
The data are quite consistent in indicating this trend. There is, how- 
ever, а significant difference between experiment and theory at the higher 
Mach numbers. At the present time, no reasonable explanation has been 
advanced, to explain the discrepancy. It should be noted here again that 
the theoretical results shown were calculated for a rectangular plan form; 
whereas the control surface tested had a trapezoidal plan form. This 
fact, however, cannot explain the lack of agreement at the higher Mach 
numbers where the tip effect becomes negligible. 


The data at subsonic speeds show stable damping over the Mach number 
range tested. 


It can be seen that the results for oscillation amplitudes of the 
flap, бо; of 59 and 3° are essentially the same for the supersonic Mach 
numbers. It is difficult to evaluate the results at бо = 1° since, as 
is shown in table I, those data show a considerably larger standard devi- 
ation than the remainder of the даља. 


The oscillation amplitude had little effect on the damping at sub- 
вопіс speeds except at а Mach number of 0.9, and the results obtained at 
this Mach number are in question because of possible wind-tunnel-wall 
effects. 


Effect of angle of attack.- Figure 8 shows the variation of C. 
with Mach number for several angles of attack at each oscillation 


а 


14 Келсе МАСА RM A53D27 


amplitude. The effect of а variation in angle of attack on Che appears m 


to be within the standard deviation of the data as shown in table I, except 

for the results obtained at supersonic speeds at an oscillation amplitude | 
of 39. For those data, an increase in angle of attack had a small but 7 
consistent stabilizing effect throughout the Mach number range. Е 


Effect of frequency.- Data were obtained for all test points at 
approximately 25 and 50 cycles per second, which correspond to reduced 
frequeneies, К, of 0.015 and 0.030, respectively, &t а Mach number of 1.3. 
At supersonic speeds, no consistent effect of frequency was noted. Refer- 
ence В shows that, for these reduced frequencies, no effect is to be 
expected. 


The data obtained at subsonic speeds show an increase in the damping- 
moment coefficient with an increase in frequency which is consistent with 
the trends shown in the two-dimensional analysis presented in reference 9. 
These data must be interpreted, however, in the light of the possible 
effect of the tunnel walls, as pointed out in the section Corrections to 
Data. 


Effect of boundary-layer transition.- The results of the tests with 


boundary-layer transition fixed are shown in figure 9. Тһе data show = 
that the effect of fixing the transition of the boundary layer was small 
for both the 5° and 1° control-surface amplitude. | а и 


Restoring Moments 


The results of the determination of the in-phase aerodynamic moments 
acting on the control surface are presented in figure 10. Comparison is 
made with data obtained on a static test model which was geometrically 
similar to the model used in this investigation. The close agreement of 
the static and dynamic data confirms the results obtained from theory, 
which show that for the reduced frequencies of this test, the effects of 
frequency on the restoring moments are negligible. : 


CONCLUSIONS й 


The results of the investigation of the torsional damping character- 
istics of а constant-chord control surface mounted on an aspect ratio 2 
triangular wing produced the following conclusions: 


1. The cancellation technique provided a means of circumventing the ‘ 
difficulties associated with the measurement of the total aerodynamic 
moment and phase angle and permitted a simple, accurate determination of 
the aerodynamic damping in forced-oscillation tests. . " ч 
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2. The torsional damping of the control surface at supersonic speeds 
varied from a small degree of instability at a Mach number of 1.3 to 
neutral stability at a Mach number of 1.9. The magnitude of the damping 
moment cannot be accurately predicted by the theories used in this report. 


3. The damping coefficient of the control surface at subsonic speeds 
was stable throughout the Mach number range. 


i, There was little effect of control-surface oscillation amplitude 
on the damping coefficient. 


5. The effect of angle of attack on the damping coefficient was 
within the standard deviation of the data for all conditions except in 
the supersonic Mach number range at an oscillation amplitude of 3°. For 
these conditions, an increase in angle of attack had a stabilizing effect. 


6. The damping coefficient was essentially constant with variations 
in frequency up to the maximum reduced frequency of the investigation, 
0.030, for supersonic Mach numbers. At subsonic speeds, the damping 
coefficient increased with increasing frequency, following the trends 
shown by two-dimensional theory. However, the wind-tunnel walls might 
have had some effect on the damping coefficient at subsonic speeds. 


Т. Тһе aerodynamic restoring moments measured at 50 cycles per 
second were in reasonable agreement with those obtained in static tests. 


Ames Aeronautical Laboratory 
National Advisory Committee for Aeronautics 
Moffett Field, Calif. 
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TABLE I.- STANDARD DEVIATIONS OF TEST DATA 


“Э 10.850 | 0.481 | 0.102 
Е „8 ‚238 „255 „217 
.6 „367 „29Щ. „064 


а = 109 


1.9 | 0.055 | 0.171 | 0.210 | 0.060 | 0.135 
1.6 „ДО „3586 „ОЦ2 „130 „150 
1.3 „765 „206 „095 “1 .137 
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46.75 
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All dimensions in inches 
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Figure /.— Sketch of model. 
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Figure 2.- Photograph of model. 
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(b) Three-quarter rear view. | 
Figure 3.- Photographs o ive mechanism. 
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Figure №.- Schematic drawing of drive linkage. 
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Figure 5. Typical oscillograph record. 
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Frequency, f, cycles per second 
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f= frequency 
cycles per second 
C=speed of sound 
fee? per second 
Ms mach number 
H = funnel height 
6 fee? 
7 = типпе! stagnation 
temperature °F 


Mach number, M MA- 


Figure 6.- Theoretical wind-tunnel resonant 
frequency. 
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, Flagged points taken 
О &= +5 at 50 cycles per 
second, unflagged at 
25 cycles per second. 
— Theory -rectangular wing @= 0° 
—— Theory - two-dimensional wing xis 


п LP i3? 
o бо= z/? 


Mach number, M 


Figure 7— The variation of damping coefficient 
with Mach number for three values of 
control-surface oscillation amplitude. 
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о 2-0° Flagged points taken 
o @-5° at 50 cycles per 
D 22/0% second, unflagged а? 
Filled symbols are 25 cycles per second 
check points — Theory -rectangular wing 


— —Theory-fwo-dimensional wing 


Mach number, М 


(a) др = + 19 


Figure 8.— The variation of damping coefficient 
with Mach number for three angles of 
attack. 
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T Flagged points taken 
o Qz:s5? af 50 cycles per 
D @=10° second, unflagged а? 
-3 Filled symbols аге 25 cycles per second 


check points т, heory—rectangular wing 


— — Theory -two-dimensional wing 
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Mach number, M 


(b) Oo = + 3° 


Figure 8.- Continued. 
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o @=0° Flogged points token 
D @=/0° at 50 cycles per 
Filled symbols are second, unfíagged af 
check points 25 cycles per second 


—~ Theory ~ rectangular wing 


— — Theory - two- dimensional wing 


Mach number, M 
С) д,- £ 5° 


Figure 8.— Concluded. 
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- 4 | 
О Smooth wing Flagged points taken 
С Transition fixed с, so cycles per 
Filled symbols are second, unflagged ар 


-3 check points 25 cycles per second 
—— Theory -rectangular wing 
а а = 
Я —— Theory —two-dimensional wing 


Mach пеи M 


(а) О, = 419 


Figure 9.— The effect of boundary -layer 
transition on the damping- тотеп? 
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is O  Smoofh wing Flagged points taken 
Ol Transition fixed at 50 cycles per 
Filed symbols are second, unflagged а! 
-3 check points 25 cycles per second 


—— Theory -rectangular wing 


а» 0° 


— —Theory-two-dimensional wing 


Mach number, M 


(b) à,» + 5° 


Figure 9.— Concluded. 
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—0— 50 cycles per second 
--П- Static force fes? data 

МАСА RM 4А5200/с 
О | я 
.6 8 [0 Ae / 4 L6 A8 2.0 
Mach number, M 


(а) Ф+ 0° 


Figure (O.— The variation of aerodynamic 
resforing- momen! coefficient with 
Mach number. 
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—O— 50 cycles per second 
~- Static force test data 
МАСА RM 45200! с 
6 a LO /2 A4 16 A8 20 
Mach number, M 


(b) @=5° 


Figure 10. – Concluded. 
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